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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 


GREEN CROSS-1.1^1 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 
Your Test Result Details Report 


Patients Details 


Patient Name : Mr. Ponpon Siddick . 

Gender : Male 

Age : 63 Years 

Birth Date : 18/Jun/52 

Address : 127, Diego garcia Port Louis , MAURITIUS 

Contact No : (M) +230 5 954 8548 


: 07/May/I 6 08:20:25 
: PV/2016/00001 111 
: PV008 

: Dr. Green Cross Medical Laboratory . 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 

: (M) +230 5 942 0389 


; Barcode 

jEDPVOOIIIISP 07/May/I6 08:20:00 

|fPPV 001111SP 07/May/I 6 08:20:00 

HPPV001111SP 07/May/I 6 08:20:00 


■ Specimen Details 1 ' * "~ ' 'J 

; Collection date time \ Collection By Tima received by laboratory j Technician j Sample Type 


07/May/I 6 09:15:00 


07/May/I 6 11:26:00 
07/May/I 6 11:26:00 
07/May/I 6 11:26:00 
07/May/I 6 11:30:00 


CIND Whole blood 
CIND Plasma 
CIND Plasma 
MUNG Urine 


Test / Observation 


Normal Range Interpretation 


j Glucose 

5.20 

mmol/L 

4.60-6.50 

4' V 

4 r 

j Urea 

5.10 

mmol/L 

2.90 - 9.80 

^ 'Z-C 


i Cholesterol Total 

7.00 

mmol/L 

3.19-6.60 

7- 00 

* g 

j Calculated LDL - Valid if 
! Triglycerides < 3.40 

5.39 

mmol/L 

1.40-4.20 


f t 

j. HDL 

1.19 

mmol/L 

0.76 - 2.38 

. 

4 t] 

I Coronary Heart Disease 
i Risk: Total Ch./HDL 

Ch. 

5.88 


<5.00 

£ OLf 

Average Risk 

' l! 3 

| Triglycerides 

1.97 

mmol/L 

0.55 - 2.96 


1 i 

j Uric Acid 

421.00 

pmol/L 

250.00 - 476.00 

T./2 00 

p i 

jSGOT 

24.00 

u/L 

< 35.00 

/ -?■ 4C 

4 f _ 1 

SGPT 

20.00 

u/L 

< 45.00 

/ 2-' w 

-+ t 

|ggt 

24.00 

U/L 

< 55.00 

4 2 

r j> f 

{Calcium 

2.25 

mmol/L 

j 2.05-2.57 

l ~z- /Z- 

f & 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 
Your Test Result Details Report 



1 I ■ 1 Bfl1 Hi 

Patients Details 

mm 

Patient Name 

: Mr. Ponpon Siddick . 

Test Date 

: 07/May/I 6 08:20:25 

Gender 

: Male 

Ref. No. 

: PV/2016/00001 111 

Age 

: 63 Years 

Br. Ref. No. 

: PV008 

Birth Date 

: 18/Jun/52 

Ref By 

: Dr. Green Cross Medical Laboratory . 

Address 

: 127, Diego garcia Port Louis , MAURITIUS 

Address 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 

Contact No 

: (M) +230 5 954 8548 

Contact No 

: (M) +230 5 942 0389 


Test / Observation 

| Protein Total 
Albumin 
Globulin 
CRP 


Normal Range 

58.00 - 80.00 
29.00 - 45.00 
24.00 - 42.00 
0 . 00 - 10.00 


Interpretation 

_ pO 

i 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 


Patients Details 


Mr. Ponpon Siddick . 


127, Diego garcia Port Louis , MAURITIUS 


07/May/I 6 08:20:25 
PV/2016/00001 111 


Dr. Green Cross Medical Laboratory . 


: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 


: (M) +230 5 954 8548 Contact No : (M) +230 5 942 0389 

_ t Specimen Details _ | ___ 

| Barcode j Collection date time j Collection By ! Time received by laboratory | Technician j Sample Typo 


EDPV001111SP 07/May/I 6 08:20:00 
FPPV001111 SP 07/May/I 6 08:20:00 

HPPV001111SP 07/May/I 6 08:20:00 

URPV001111 SP 07/May/I 6 09:15:00 


07/May/I 6 11:26:00 
07/May/I 6 11:26:00 


blood 


07/May/I 6 11:26:00 
07/May/I 6 11:30:00 



Test / Observation 


! M. Corpuscular Vol. 
jM. Corpuscular Hb. 


| M. Corp. Hb. Cone. 


ISeg. Neutrophils 







Normal Range Interpretation 

13.50- 18.00 /'V7# 

. 4 50 _ e 20 

40.00 - 54.00 2 / 

_ _ 2 _ 

80.00 - 96.00 £ f yp 

~ 27-0 0 -31.00 

32.00-36.00 bS 6 a 

150.00-400.00 

4.50- 11.00 
40.00-70.00 

20.00 - 40.00 ') y . 

0 . 00 - 10.00 

o.oo-i.oo ! p 

0.00 - 9.00 I S)Q 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Yusuf Ali Hall, Plaine Verte.Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 

Patients Details 


Patient Name 

: Mr. Ponpon Siddick . 

Test Date 

:07/May/16 08:20:25 

Gender 

: Male 


Ref. No. 

: PV/2016/00001 111 

Age 

: 63 Years 


Br. Ref. No. 

: PV008 

Birth Date 

: 18/Jun/52 


Ref By 

: Dr. Green Cross Medical Laboratory . 

Address 

: 127, Diego garcia Port Louis , MAURITIUS 

Address 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 

Contact No 

: (M) +230 5 954 8548 

Contact No 

: (M) +230 5 942 0389 

Test/Observation 

Result Unit 

Normal Range 

Interpretation Remark 

RBC Morphology + 

Blood Film 

normocytic 
normochromic | 


I'wnMu 
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www.greencrosslab.net 


Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 



GREEN CROSS 

MEDICAL LABORATORY St DIAGNOSTIC CENTRE 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 


Patients Details 


Patient Name 

Gender 

Age 

Birth Date 
Address 


Mr. Ponpon Siddick . 

Male 
63 Years 
18/Jun/52 

127, Diego garcia Port Louis , MAURITIUS 


Contact No : (M) +230 5 954 8548 


Test Date 
Ref. No. 

Br. Ref. No. 
Ref By 
Address 

Contact No 


07/May/I 6 08:20:25 
PV/2016/00001 111 
PV008 

: Dr. Green Cross Medical Laboratory. 

: Green Cross Building Royal Road Belle Rose , 

MAURITIUS 

: (M) +230 5 942 0389 


Test tube 

EDTA 

Fluoride 

Heparine 

Urine 


Sp ecimen Details 


i Barcode 

! EDPV001111SP f 07/May/I 6 08:20:00 
j FPPV001111SP |07/May/16 08:20:00 

j HPPV001111 S P j 07/May/I 6 08:2 0:00 
tuRPVOOIIIISP i 07/May/1609:15:00 


Collection date time j Collection By j Timo received by laboratory ! Technician 

—- -J- 07/May/1611 -26:00 j CIND 

AC 07/May/I 6 11:26:00 j CIND 

CIND 
MUNG 


AC 


07/May/I 6 11:26:00 
07/May/I 6 11:30:00 


Sample Type 

Whole blood 

Plasma 

Plasma 


Urine 


URINE ANALYSIS 


Test / Observation 

Result 

Unit 

Normal Range 

Interpretation 

Remark 

Appearance 

Pale Yellow 





Urobilinogen 

Negative 

umol/L 

3.5-17 



Nitrite 

Negative 



rvp/W' 


Blood 

Negative 

RBC/L 

0-5 



Bilirubin 

Negative 

mmol/L 

Absent 


___ 

i Ketone 

Negative 

nmol/L 




! Glucose 

Negative 

mmol/L 


J'tyyfr***/ _ 

_ 

! Protein 

Negative 

g/L 

0-1.3 

■finis’ 

1 .J 

! Specific Gravity 

1.02 


1.01 -1.03 

iC ] 


:PH 

6.00 


4.60 - 8.00 

G v o 

i 

— 

; Leucocyte 

Negative 

WBC/L 

0-5 

, 7 WL/{> 

-—-1 

! Ascorbic Acid 

Negative 

mmol/L 

0 - 0.25 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS-3. f?* 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


2 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte.Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


__ Your Test Result Details Report 

Patients Details 

® ' ... 


Patient Name 

: Mr. Ponpon Siddick. 

Test Date 

04/Apr/17 08:51:50 

Gender 

: Male 

Ref. No. 

PV/2017/00000757 

Age 

: 64 Years 

Br. Ref. No. 

PV013 

Birth Date 

: 18/Jun/52 

Ref By 

Dr. Green Cross Medical Laboratory . 

Address 

: 127, Diego garcia Port Louis , MAURITIUS 

Address 

Green Cross Building Royal Road Belle Rose , 
MAURITIUS 

Contact No 

: (M) +230 5 954 8548 

Contact No 

(M) +230 5 942 0389 



^ • - TW 



Total Tests Amount 

Paid 

Discount 

Fidelity Points Used 

Balance 

690.00 

650.00 

0.00 

40.00 

0.00 


Specimen Details 


Test tube 

Barcode 

Collection date time 

Collection By 

Time received by laboratory 

Technician 

Sample Type 

EDTA 

EDPV000757SP 

04/Apr/I 7 08:55:00 ; 

AC 

04/Apr/17 13:10:00 

CIND I 

Whole blood 

Fluoride 

FPPV000757SP 

04/Apr/I 7 08:55:00 j 

AC 

04/Apr/17 13:10:00 

CIND 

Plasma 

Heparine 

HPPV000757SP 

04/Apr/I 7 08:55:00 | 

AC 

04/Apr/I 7 13:10:00 

CIND 

Plasma 

Unne 

URPV000757SP 





Urine 


BIOCHEMISTRY 


Test / Observation 

Result 

Unit 

Normal Range 

Interpretation 

Remark 

Glucose 

5.20 

mmol/L 

4.60 - 6.50 

1 

Urea 

3.00 

mmol/L 

2.90 - 9.80 



Cholesterol Total 

6.60 

mmol/L 

3.19-6.60 



Calculated LDL - Valid if 
Triglycerides < 2.50 

4Z1 

mmol/L 

1.40-4.20 



HDL 

1.31 

mmol/L 

0.76 - 2.38 



Coronary Heart Disease 
Risk : Total Ch. / HDL 

Ch. 

5.04 


<5.00 


Average Risk 

Triglycerides 

2.78 

mmol/L 

0.55 - 2.96 



Uric Acid 

402.00 

prnol/L 

250.00 - 476.00 



SGOT 

18.00 

u/L 

< 35.00 
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VOUR 


No. 1 


MEDICAL LABORATORY 




















C~ «■».. — Ro». MAURmus. 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Yusuf Ali Hall, Plaine Verte.Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Patients Details 


Patient Name 

Gender 

Age 

Birth Date 


Mr. Ponpon Siddick. 

Male 
64 Years 
18/Jun/52 

127, Diego garcia Port Louis , MAURITIUS 


Contact No : (M) +230 5 954 8548 

Test/Observation 

SGPT 
GGT 


Result 

13.00 


mi 


Unit 

u/L 


! Calcium 


Protein Total 
! Albumin 


Globulin 


iCRP 


22.00 


2.11 


70.00 


42.50 


27.50 


4.00 


U/L 


g/L 


g/L 


g/L 


mg/L 



Your Test Result Details Repo 

Test Date 

:04/Apr/17 08:51:50 

Ref. No. 

: PV/2017/00000757 

Br. Ref. No. 

: PV013 

Ref By 

: Dr. Green Cross Medical Laboratory. 

Address 

: Green Cross Building Royal Road Belle Rose 
MAURITIUS 

Contact No 

: (M) +230 5 942 0389 


mmol/L 


Normal Range 

< 45.00 


< 55.00 


2.05 - 2.57 


58.00 - 80.00 


29.00 - 45.00 


24.00 - 42.00 


0 . 00 - 10.00 


Jjfc* Remark. 


Note(s): 
&nbsp; 


Point Summary as on 05/Apr/17 09:30:1 
Category : Blue 

8 

Visits : 4 

Expiry Date : 04/Apr/19 

A, Opening Balance B. Points Redeemed 

C. Balance Available (A-B) 

D. Points on Hold 

__OOO 

E. Request Points 

34.00 

F. Closing Balance (C+D) 

72.00 

152.00 80.00 

_ 72.00 


International Certification 
of Quality Assurance USA 

WITH THANKS & REGARDS 
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VOUR No. 1 


MEDICAL LABORATORY 












www.greencrosslab.net 


pS, c s ;°« 3 o «? 8 9 cra,s Bu "‘" nfl ' B9 " 9 Rose ' MAURmus - 


GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 



Patients Details 


Patient Name : Mr. p on pon Siddick . 


: 127, Diego garcia Port Louis, MAURITIUS 
'Jo : (M) +230 5 954 8548 

H". vA ., —j—aati 

Total Tests Am ount | Pa 

690.00 j 650.1 


Test Date 
Ref. No. 

Br. Ref. No. 
Ref By 
Address 


v Plains Verte 

Yusuf All Hall, Plains Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 
Your Test Result Details Report 


: 04/Apr/I 7 08:51:50 
: PV/2017/00000757 
: PV013 

: Dr. Green Cross Medical Laboratory. 

: Green Cross Building Royal Road Belle Rose 
MAURITIUS 

: (M) +230 5 942 0389 


Payment Details _ 

___ Disc o unt ■ 

0.001 


Fi delity Points Used j 

40.001 


- __ Specimen Details 

I Collectio n date time [ Collection By ’Time received by laboratory | Technician I Sample Type 


Fluoride FPPV000757SP 

04/Apr/I 7 08:55:00 AC 

04/Apr/I 7 13:10:00 

— 

CIND Plasma 

Hepanne HPPV000757SP 

04/Apr/I 7 08:55:00 AC 

04/Apr/I 7 13:10:00 

CIND Plasma 

Urine URPV000757SP 



Urine 


HEMATOLOGY 


Test / Observation 

Result 

Unit 

Normal Range 

Interpretation 

Remark 

! Haemoglobin 

13.80 

g/dL 

13.50-18.00 



RBC Count 

4.54 

x 10 A 6/pL 

4.50 - 6.20 



Haematocrit 

39.30 

% 

40.00 - 54.00 



M. Corpuscular Vol. 

86.60 

Cu. Microns 

80.00 - 96.00 



M. Corpuscular Hb. 

30.40 

Pg 

27.00-31.00 



| M. Corp. Hb. Cone. 

35.10 

% 

32.00 - 36.00 



J Platelets Count 

250.00 

xIO^/pL 

150.00-400.00 



jWBC Count 

5.93 

*10 A 3/pL 

o 

o 

o 

in 

'J- 



! Seg. Neutrophils 

63.80 

% 

40.00 - 70.00 



Lymphocytes 

25.00 

% 

20.00 - 40.00 






International Certification 
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Certificate of Achievement — 
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No. 1 


MEDICAL LABORATORY 











CrOK Bul "" ns ' B, "“ Ro “' MAURITIUS. 


GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 

Patients Details 



www.greencrosslab.net 

Yusuf Ali Hall, Plain. Verte.Port LouIsKrYtos 
P hone(s): +230 217 4999 

Email: consult@greencrosslab.net 
Vour Test Result Details Report 


Patient Name 

: Mr. Ponpon Siddick . 


* amMIEMIM 

Gender 

: Male 

Test Date 

■ 04/Apr/I 7 08:51:50 

Age 

: 64 Years 

Ref. No. 

: PV/2017/00000757 

Birth Date 

: 18/Jun/52 

Br. Ref. No. 

: PV013 

Address 

: 127, Diego garcia Port Louis , MAURITIUS 

Ref By 

: Dr. Green Cross Medical Laboratory. 



Address 

Buildin 3 R oyal Road Belle 

Contact No 

: (M) +230 5 954 8548 

Contact No 

MAURITIUS 

: (M) +230 5 942 0389 


j Eosinophils 

j Basophils 

i Monocytes 

j RBC Morphology + 
j Blood Film 


SSlivvMJk 

350 

0.30 

8.40 


,' V .v* Unit‘ 


Normal Range 

0.00-10.00 


Interpretation 


Remark 


normocytlc 

normochromic 


0.00 -1.00 


0.00 - 9.00 






WBC BASO Image 
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Laboratory 15073 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belie Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Plains Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 


Patients Details 


Patient Name 

Gender 

Age 

Birth Date 


Mr. Ponpon Siddick. 

Male 
65 Years 
18/Jun/52 


Address 


127, Diego garcia Port Louis , MAURITIUS 


Contact No : (M) +230 5 954 8548 


Test Date : 10/Sep/17 07:35:43 

Ref. No. : PV/2017/00001826 

Br. Ref. No. : PV001 

Ref By : Dr. Green Cross Medical Laboratory . 

Address : Green Cross Building Royal Road Belle Rose, 

MAURITIUS 

Contact No : (M) +230 5 942 0389 


Payment Details 



Total Tests Amount 

Paid 


Discount Fidelity Points Used 



790.00 

700.00 


0.00 

90.00 





Specimen Details 



Test tube 

Barcode 

Collection date time 

Collection By 

Time received by laboratory 

Technician 

Sample Type 

; EDTA 

EDPV001826SP 

10/Sep/17 07:30:00 

RA 

10/Sep/17 10:07:00 

CIND 

Whole blood 

| Fluoride 

FPPV001826SP 

: 10/Sep/I 7 07:30:00 j 

RA 

10/Sep/17 10:07:00 

CIND 

Plasma 

1 Heparine 

HPPV001826SP 

10/Sep/I 7 07:30:00 

RA 

10/Sep/17 10:07:00 

CIND 

Plasma 


BIOCHEMISTRY 


Test / Observation 

Result 

Unit 

Normal Range 

Interpretation 

Remark 

j Glucose 

5.50 

mmol/L 

4.60 - 6.50 



Urea 

4.40 

mmol/L 

2.90 - 9.80 


I 

Cholesterol Total 

6.50 

mmol/L 

3.19-6.60 



j....1 

Calculated LDL - Valid if 
Triglycerides < 2.50 

4.90 

mmol/L 

1.40 - 4.20 



HDL 

1.33 

mmol/L 

0.76 - 2.38 



Coronary Heart Disease 

Risk : Total Ch. / HDL 

Ch. 

4.89 


<5.00 


Triglycerides 

1.52 

mmol/L 

0.55 - 2.96 


Uric Acid 

358.00 

pmol/L 

250.00 - 476.00 


jSGOT 

32.00 

u/L 

< 35.00 


iSGPT 

22.00 

u/L 

< 45.00 



International Certification 
of Quality Assurance USA 

WITH THANKS & REGARDS 

(RQ) RA, (RE) NK,, (VE) RB, (AT) SBK 

23/Sep/I 7 09:11:17 
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YOUR 


No. 1 


MEDICAL LABORATORY 




Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 


Patients Details 


Patient Name 

Gender 

: Mr. Ponpon Siddick . 

: Male 


Test Date 

Ref. No. 

: 10/Sep/I 7 07:35:43 

: PV/2017/00001826 

Age 

: 65 Years 



Br. Ref. No. 

: PV001 

Birth Date 

: 18/Jun/52 



Ref By 

: Dr. Green Cross Medical Laboratory . 

Address 

: 127, Diego garcia Port Louis , MAURITIUS 


Address 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 

Contact No 

: (M) +230 5 954 8548 



Contact No 

: (M) +230 5 942 0389 

Test / Observation 

Result 

Unit 

Normal Range 

Interpretation Remark 

GGT 

j 

22.00 

U/L 

< 55.00 

f 1 

I Calcium 

i 

2.20 

mmol/L | 

2.05 - 2.57 

| 

Protein Total 

| 

67.00 

g/L 

58.00 - 80.00 

| J j 

Albumin 


38.40 

g/L 

29.00 - 45.00 


Globulin 


28.60 

g/L 

24.00 - 42.00 


iCRP 


4.00 

mg/L 

0.00-10.00 



Note(s): 
&nbsp; 


Point Summary as on 23/Sep/17 09:11:17 

Category: Blue 

Visits : 6 

Expiry Date : 10/Sep/19 


A. Opening Balance B. Points Redeemed 

C. Balance Available (A-B) 

D. Points on Hold E. Request Points 

F. Closing Balance (C+D) 

225.00 170.00 

55.00 

0.00 39.00 

55.00 


International Certification 
of Quality Assurance USA 

WITH THANKS & REGARDS 

(RQ) RA, (RE) NK,, (VE) RB, (AT) SBK 

23/Sep/I 7 09:11:17 
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Certificate of Achievement 

EGAS External Quality Assurance Services 


DR. B. C. GOWREESUNKUR / DR. B. D. GOWREESUNKUR 
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VOUR no- i MEDICAL LABORATORY 








Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Yusuf Ali Hall, Plaine Verte.Port Louis, MAURITIUS. 

Phone(s):+230 217 4999 

Email: consult@greencrosslab.net 


Patients Details 


Your Test Result Details Report 


Patient Name 
Gender 


Birth Date 
Address 


Mr. Ponpon Siddick. 

Male 
65 Years 
18/Jun/52 

127, Diego garcia Port Louis , MAURITIUS 


Contact No : (M) +230 5 954 8548 


Test Date 
Ref. No. 

Br. Ref. No. 
Ref By 
Address 

Contact No 


: 10/Sep/17 07:35:43 
: PV/2017/00001826 
: PV001 

: Dr. Green Cross Medical Laboratory . 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 

: (M) +230 5 942 0389 


Payment Details 

Total Tests Amount 

Paid 

Discount 

Fidelity Points Used Balance 

790.00 

700.00 

0.00 

_ 90.00 0.001 



Specimen Details 

Test tube 

Barcode 

Collection date time 

Collection By 

Time received by laboratory 

Technician Sample Type 

Jedta 

EDPV001826SP 

10/Sep/I 7 07:30:00 j 

RA 

10/Sep/17 10:07:00 

CIND 

Whole blood 

1 Fluoride 

FPPV001826SP 

10/Sep/I 7 07:30:00 

RA 

10/Sep/17 10:07:00 

CIND 

Plasma 

Heparine 

HPPV001826SP 

10/Sep/I 7 07:30:00 

RA 

10/Sep/17 10 07:00 

CIND 

Plasma 


HEMATOLOGY 


Test / Observation 

Haemoglobin 

Result 

12.80 

Unit 

g/dL 

Normal Range 

13.50-18.00 

Interpretation 

Remark 


RBC Count 

4.26 

x 10 A 6/pL 

4.50 - 6.20 




Haematocrit 

35.80 

% 

40.00 - 54.00 




; M. Corpuscular Vol. 

84.00 

Cu. Microns 

80.00 - 96.00 




|M. Corpuscular Hb. 

30.00 

p g 

27.00-31.00 




M. Corp. Hb. Cone. 

35.80 

% ! 

32.00 - 36.00 




Platelets Count 

234.00 

*10 A 3/pL 

150.00-400.00 




WBC Count 

5.52 

x10 A 3/pL 

4.50-11.00 

! 



Seg. Neutrophils 

55.30 

% 

40.00 - 70.00 




Lymphocytes 

32.40 

% 

20.00 - 40.00 




Eosinophils 

2.40 

% 

0 .00-10.00 



. "H 




International Certification 
of Quality Assurance USA 


WITH THANKS & REGARDS 

(RQ) RA, (RE) NK., (VE) RB, (AT) SBK 

23/Sep/I 7 09:12:33 


Certificate of Achievement — 

EGAS External Quality Assurance Services ana Pmtmaftonmi 


DR. B. C. GOWREESUNKUR / DR. B. D. GOWREESUNKUR 
This is digitally authenticated report and does not require a signature. 
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No. 1 


MEDICAL LABORATORY 






Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 








Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Patients Details 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 


Patient Name ; Mr. Ponpon Siddick . 

Gender : Male 

Age : 65 Years 

Birth Date : 18/Jun/52 

Address : 127, Diego garcia Port Louis, MAURITIUS 

Contact No : (M) +230 5 954 8548 



Test Date : 10/Sep/17 07:35:43 

Ref. No. : PV/2017/00001826 

Br. Ref. No. : PV001 

Ref By : Dr. Green Cross Medical Laboratory . 

Address : Green Cross Building Royal Road Belle Rose , 

MAURITIUS 

Contact No : (M) +230 5 942 0389 



PLT Image D | FF Image 


Point Summary as on 23/Sep/17 09:12:33 

Category : Blue 

Visits : 6 

Expiry Date : 10/Sep/19 

A. Opening Balance B. Points Redeemed 

C. Balance Available (A-B) D. Points on Hold 

E. Request Points F. Closing Balance (C+D)! 


1 70.00 55.00 0.00 39.00 


r t 
L J 


International Certification 
of Quality Assurance USA 


WITH THANKS & REGARDS 

(RQ) RA, (RE) NK, , (VE) RB, (AT) SBK 

23/Sep/I 7 09:12:33 











Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS~<i-»9.2 


MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Patients Details 


Patient Name 

Gender 

Age 

Birth Date 


: Mr. Ponpon Siddick . 

: Male 
: 65 Years 
: 18/Jun/52 

: 127, Diego garcia Port Louis , MAURITIUS 
: (M) +230 5 954 8548 


Total Tests Amount 

690.00! 


Plalne Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 
Your Test Result Details Report 


: 29/Jul/17 09:43:12 
: PV/2017/00001466 
: PV006 

: Dr. Green Cross Medical Laboratory . 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 


: (M) +230 5 942 0389 


Fidelity Points Used 

0 . 00 , 


-- . 

Balance j 

0.00 i 


Test tube 

EDTA 

Barcode 

EDPV001466SP 

B «■ 

Collection date time 

29/Jul/17 09:35:00 

Specimen Details 

Collection By ! Time received by laboratory 

AC f 29/JUI/1711:49:00 

Technician ! Sample Type 

CIND Whole blood 

Fluoride 

FPPV001466SP 

29/Jul/17 09:35:00 

AC 

29/Jul/17 11:49:00 

CIND Plasma 

Heparine 

HPPV001466SP 

29/Jul/17 09:35:00 

AC 

29/Jul/17 11:49:00 

CIND Plasma 

Urine 

URPV001466SP 




Urine 


Test / Observation 

Result 

Unit 

Normal Range 

Interpretation 

Remark 

Glucose 

5.30 

mmol/L 

4.60 - 6.50 



Urea 

3.80 

mmol/L 

2.90 - 9.80 



Cholesterol Total 

IAS 

mmol/L 

3.19-6.60 



Calculated LDL - Valid if 
Triglycerides < 2.50 

5.20 

mmol/L 

1.40-4.20 



HDL 

1.56 

mmol/L 

0.76 - 2.38 



Coronary Heart Disease 
Risk : Total Ch. / HDL 

Ch. 

4.55 


<5.00 



Triglycerides 

1.85 

mmol/L 

0.55 - 2.96 



Uric Acid 

354.00 

pmol/L 

250.00 - 476.00 



SGOT 

20.00 

u/L 

< 35.00 




International Certification 
of Quality Assurance USA 


WITH THANKS & REGARDS 

(RQ) AC, (RE) CS,, (VE) DR, (AT) SBK 


Certificate of Achievement 


Laboratory 15C7J usa 

DR. B. C. GOWREESUNKUR / DR. B. D. GOWREESUNKUR 


31/Jul/17 10:06:07 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 


Plains Verte 

Yusuf Ali Hall, Plains Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 


1| HI!, m 

1 j§ -"•> • U | iMmiUg 

Patients Details 



Patient Name 

Mr. Ponpon Siddick. 


Test Date 

: 29/Jul/17 09:43:12 

Gender 

Male 


Ref. No. 

: PV/2017/00001466 

Age 

65 Years 


Br. Ref. No. 

: PV006 

Birth Date 

18/Jun/52 


Ref By 

: Dr. Green Cross Medical Laboratory . 

Address 

127, Diego garcia Port Louis , MAURITIUS 


Address 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 

Contact No 

(M) +230 5 954 8548 


Contact No 

: (M) +230 5 942 0389 

Test/ Observation Result 

Unit Normal Range 

Interpretation Remark 


SGPT 

16.00 

u/L 

< 45.00 



GGT 

25.00 

U/L 

< 55.00 



Calcium 

2.33 

mmol/L 

2.05 - 2.57 



Protein Total 

75.00 

g/L 

58.00 - 80.00 



Albumin 

42.70 

g/L 

29.00 - 45.00 



Globulin 

32.30 

g/L 

24.00 - 42.00 



CRP 

6.00 

mg/L 

0 .00-10.00 





GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Note(s): 
&nbsp; 


1 Point Summary as on 31/Jul/17 10:06:07 

Category: Blue 

Visits : 5 

Expiry Date: 29/Jui/19 

A. Opening Balance 

B. Points Redeemed 

C. Balance Available (A-B) 1 

D. Points on Hold 

0.00 

E. Request Points 

F. Closing Balance (C+D) 

186.00 

80.00 

106.00 

34.00 j 

106.00 



International Certification 
of Quality Assurance USA 


WITH THANKS & REGARDS 

(RQ) AC, (RE) CS,, (VE) DR, (AT) SBK 

31/Jul/17 10:06:07 
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No. 1 


MEDICAL LABORATORY 


Z2 
















Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belie Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Patients l 


Patient Name ; Mr. Ponpon Siddick . 

Gender : Male 

Age : 65 Years 

Birth Date : 18/Jun/52 

Address : 127, Diego garcia Port Louis , MAURITIUS 

Contact No : (M) +230 5 954 8548 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte.Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 
Your Test Result Details Report 


: 29/Jul/17 09:43:12 
: PV/2017/00001466 
: PV006 

: Dr. Green Cross Medical Laboratory . 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 


: (M) +230 5 942 0389 



f„ ! ’> r, ,, 2% 

Payment Details 


Total Tests Amount 

Paid 

Discount 

Fidelity Points Used \ Balance 

690.00 

690.00 

0.00 

_ 0.00 j_ _ 0.00 


# 



Specimen Details 



Test tube 

Barcode 

Collection date time 

Collection By 

Time received by laboratory 

Technician 

Sample Type 

EDTA 

EDP V001466SP 

29/Jul/17 09:35:00 

AC 

29/Jul/17 11:49:00 

CIND 

Whole blood 

Fluoride 

FPPV001466SP 

29/Jul/17 09:35:00 

AC 

29/Jul/17 11:49:00 

CIND 

Plasma 

Heparine 

HPPV001466SP 

29/JUI/17 09:35:00 

AC 

29/Jul/17 11:49:00 

CIND 

Plasma 

Urine 

URPV001466SP 





Urine 


Test / Observation 

Result 

Unit 

Normal Range 

Interpretation 

Remark 

| Haemoglobin 

13.90 

g/dL 

13.50-18.00 



| RBC Count 

4.66 

x 10 A 6/pL 

4.50 - 6.20 



1 Haematocrit 

37.60 

% 

40.00 - 54.00 



M. Corpuscular Vol. 

80.70 

Cu. Microns | 

80.00 - 96 00 



M. Corpuscular Hb. 

29.80 

Pg 

27.00-31.00 


1 

M. Corp. Hb. Cone. 

37.00 

% 

32.00 - 36.00 



j Platelets Count 

243.00 

x10 A 3/pL 

150.00-400.00 



| WBC Count 

4.94 

xio A 3/pL 

4.50-11.00 



| Seg. Neutrophils 

64.20 

% 

40.00 - 70.00 



I Lymphocytes 

26.70 

% 

20.00 - 40.00 



: Eosinophils 

1.20 

% 

0 . 00 - 10.00 
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MEDICAL LABORATORY 











Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Plains Verte 

Yusuf Ali Hall, Plaine Verte.Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 


Plains Verte 

Yusuf Ali Hall. Plains Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 
Your Test Result Details Report 

Patients Details 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Patient Name : Mr. Ponpon Siddick . 

Gender : Male 

Age : 65 Years 

Birth Date : 18/Jun/52 

Address : 127, Diego garcia Port Louis , MAURITIUS 

Contact No : (M) +230 5 954 8548 



PLT Image 


Test Date : 29/Jul/17 09:43:12 

Ref. No. : PV/2017/00001466 

Br. Ref. No. : PV006 

Ref By : Dr. Green Cross Medical Laboratory . 

Address : Green Cross Building Royal Road Belle Rose , 

MAURITIUS 

Contact No : (M) +230 5 942 0389 

sT 



DIFF Image 


Point Summary as on 31/Jul/17 10:06:33 

Category: Blue 

Visits : 5 

Expiry Date : 29/Jul/19 

A. Opening Balance 

186.00 

B. Points Redeemed 

80.00 

C. Balance Available (A-B) 

106.00 

D. Points on Hold j E. Request Points j F. Closing Balance (C+D) 

OjOo] 34.00 j 106.00 


International Certification 
of Quality Assurance USA 


Certificate of Achievement ~ 

EQAS External Quality Assurance Service* sc2r«tnc Proimionai 


WITH THANKS & REGARDS 


(RQ) AC, (RE) CS,, (VE) DR, (AT) SBK 


DR. B. C. GOWREESUNKUR / DR. B. D. GOWREESUNKUR 
This is digitally authenticated report and does not require a signature. 

















Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS -Z.. 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 




Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 


Patients Details 


Patient Name 

Gender 

Mr. Ponpon Siddick . 

Male 

Test Date 

Ref. No. 

: 06/Jan/17 07:30:28 

; PV/2017/00000024 

Age 

64 Years 

Br. Ref. No. 

: PV004 

Birth Date 

18/Jun/52 

Ref By 

: Dr. Green Cross Medical Laboratory. 

Address 

127, Diego garcia Port Louis , MAURITIUS 

Address 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 

Contact No 

(M) +230 5 954 8548 

Contact No 

: (M) +230 5 942 0389 


r-- 

Payment Details 

Total Tests Amount 

Paid 

Discount | Fidelity Points Used |_Balance i 

790.00 1 

790.00 

0.00 0.00 0L>0| 


Specimen Details 


jTesttube 

Barcode 

Collection date time 

Collection By 

Time received by laboratory; 

Technician 

Sample Type 

Jedta 

EDPV000024SP 

06/Jan/I 7 07:30:00 ; 

AC 

06/Jan/I 7 12:42:00 

CIND 

; Whole blood 

1 Fluoride 

FPPV000024SP 

06/Jan/I 7 07:30:00 | 

AC 

06/Jan/I 7 12:42:00 

CIND 

| Plasma 

1 Heparine 

HPPV000024SP 

06/Jan/I 7 07:30:00 1 

AC 

i 06/Jan/1712:42:00 

CIND 

| Plasma 

(Urine 

! URPV000024SP 

1 

(Urine 


BIOCHEMISTRY 


Test 1 Observation 

Result Unit 

Normal Range 

Interpretation 

Remark 

Glucose 

5.50 

mmol/L 

4.60 - 6.50 



Urea 

5.00 

mmol/L 

2.90 - 9.80 


| 

Cholesterol Total 

6.80 

mmol/L 

3.19-6.60 


ADVISE DIRECT LDL ; 
TEST 

Calculated LDL - Valid if 
Triglycerides < 2.50 

5.33 

mmol/L 

1.40 - 4.20 


1 

HDL 

1.14 

mmol/L 

0.76 - 2.38 


_ 

Coronary Heart Disease 
| Risk : Total Ch. / HDL 

Ch. 

5.96 


<5.00 


Average Risk 

Triglycerides 

1.49 

mmol/L 

0.55 - 2.96 



| Uric Acid 

434.00 

pmol/L 

250.00 - 476.00 



SGOT 

27.00 

u/L 

< 35.00 


] 
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of Quality Assurance USA 
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YOUR No. 1 MEDICAL LABORATORY 








Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 



www.greencrosslab.net 

Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 
Your Test Result Details Report 


Patients Details 


Patient Name 
Gender 


Mr. Ponpon Siddick. 

Male 
64 Years 
18/Jun/52 

127, Diego garcia Port Louis , MAURITIUS 


: 06/Jan/I 7 07:30:28 
: PV/2017/00000024 
:PV004 

: Dr. Green Cross Medical Laboratory. 

: Green Cross Building Royal Road Belle Rose , 
MAURITIUS 


Test / Observation 

Result 

Unit 

Normal Range 

Interpretation 

Remark 

jSGPT 

15.00 

u/L 

< 45.00 



GGT 

20.00 

U/L 

< 55.00 


j 

; Calcium 

2.27 

mmol/L 

2.05 - 2.57 

__J 


| Protein Total 

73.00 

g/L 

58.00 - 80.00 



| Albumin 

43.50 

g'L 

29.00 - 45.00 



| Globulin 

29.50 

g/L 

24.00 - 42.00 



CRP 

4.00 

mg/L 

0 .00-10.00 


— 


Point Summary as on 06/Jan/17 17:13:56 .. 

Category : Blue 

j Visits : 3 

Expiry Date : 06/Jan/19 

_ | 


B. Points Redeemed | C. Balance Available (A-B) D. Points on Hold 

E. Request Points 

F. Closing Balance (C+D) 

79.00 

40.00: 39.001 39.00 

39.00 

78.001 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 


Patients Details 


Patient Name ; Mr. Ponpon Siddick . 

Gender : Male 

Age : 64 Years 

Birth Date : 18/Jun/52 

Address : 127, Diego garcia Port Louis , MAURITIUS 

Contact No : (M) +230 5 954 8548 


Test Date : 06/Jan/I7 07:30:28 

Ref. No. : PV/2017/00000024 

Br. Ref. No. : PV004 

Ref By : Dr. Green Cross Medical Laboratory . 

Address : Green Cross Building Royal Road Belle Rose , 

MAURITIUS 

Contact No : (M) +230 5 942 0389 


Payment Details 

Total Tests Amount Paid _ Discount; _F idelity Poin t s Used 

790.001 _ ~790.00 ~ _CLOOj_ 000 j _ 




Specimen Details 


Test tube Barcode 

Collection date time 

Collection By 

Time received by laboratory 

Technician Sample Type 

EDTA EDPV000024SP 

06/Jan/I 7 07:30:00 

AC 

06/Jan/I 7 12:42:00 

CIND Whole blood 

Fluoride IFPPV000024SP 

06/Jan/17 07:30:00 

AC 

06/Jan/I 7 12:42:00 

CIND I Plasma 

Heparine 1HPPV000024SP 

06/Jan/I 7 07:30:00 

AC 

06/Jan/I 7 12:42:00 

CIND i Plasma 

Urine j URPV000024SP 




j Urine 


HEMATOLOGY 


Test / Observation 

Result 

Unit 

Normal Range 

Interpretation 

Remark 

Haemoglobin 

13.60 

g/dL 

13.50-18.00 



RBC Count 

4.45 

x 10 A 6/pL 

4.50 - 6.20 



Haematocrit 

38.20 

% 

40.00 - 54.00 



M. Corpuscular Vol. 

85.80 

Cu. Microns 

80.00 - 96.00 



M. Corpuscular Hb. 

30.60 

Pg 

27.00-31.00 



M. Corp. Hb. Cone. 

35.60 

% 

32.00 - 36.00 



Platelets Count 

223.00 

x10 A 3/pL 

150.00-400.00 



WBC Count 

5.09 

*10 A 3/pL 

4.50-11.00 



Seg. Neutrophils 

54.00 

% 

40.00 - 70.00 



i Lymphocytes 

36.70 

% 

20.00 - 40.00 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 
Your Test Result Details Report 


Patients Details 


Patient Name 
Gender 


Mr. Ponpon Siddick. 

Male 
64 Years 
18/Jun/52 

127, Diego garcia Port Louis , MAURITIUS 


Contact No : (M) +230 5 954 8548 


: 06/Jan/17 07:30:28 
: PV/2017/00000024 
: PV004 

: Dr. Green Cross Medical Laboratory . 

: Green Cross Building Royal Road Belle R 

MAURITIUS 

: (M) +230 5 942 0389 


Test / Observation 

Result 

Unit 

Normal Range 

: 5 

Interpretation Remark 

*' ' | '.‘ ! 

| Eosinophils 

2.20 

% 1 

0.00-10.00 


j Basophils 

0.40 

% 

0.00 -1.00 


| Monocytes 

6.70 

% 

0.00 - 9.00 


j RBC Morphology + 

normocytic 





i Blood Film 

normochromic 




L -- 



WBC BASO Image 
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Green Cross Medical Laboratory & Diagnostic CentreGreen Cross Building, Belle Rose, MAURITIUS. 
Phone(s): +230 467 8999, +230 464 4555 Fax: +230 466 2999 


www.greencrosslab.net 



GREEN CROSS 

MEDICAL LABORATORY & DIAGNOSTIC CENTRE 


Plaine Verte 

Yusuf Ali Hall, Plaine Verte,Port Louis, MAURITIUS. 

Phone(s): +230 217 4999 

Email: consult@greencrosslab.net 


Your Test Result Details Report 


Patients Details 


Patient Name 

Gender 

Age 

Birth Date 
Address 


Mr. Ponpon Siddick. 

Male 
64 Years 
18/Jun/52 

127, Diego garcia Port Louis, MAURITIUS 


Contact No : (M) +230 5 954 8548 



Test Date 
Ref. No. 

Br. Ref. No. 
Ref By 
Address 

Contact No 


06/Jan/17 07:30:28 
PV/2017/00000024 
PV004 

Dr. Green Cross Medical Laboratory . 

: Green Cross Building Royal Road Belle Rose , 

MAURITIUS 

: (M) +230 5 942 0389 



PLT image DIFF Image 


Point Summary as on 06/Jan/17 17:14:28 __ _.. .... _ - — - — 1 

Category: Blue 

Visits: 3 j Expiry Date : 06/Jan/19 

A. Opening Balance 

j 79.00 

B. Points Redeemed 

40.00 

C Balance Available (A-B) D. Points on Hold j E. Request Points j F. Closing Balance (C+D) j 

39.001 39.001 J9.00[_ _78.00 j 
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